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Wycombe crack seven 
in second half 


Maidenhead United 0, 


Wycombe Wanderers 8 


WYCOMBE WANDERERS handed out one of. the worst 
home thrashings Maidenhead have ever suffered in their 99- 
years history at York Road on Tuesday night in this 


Wycombe Floodlight League 


Only one goal up at half-time 
— and that was an own-goal by 
Maidenhead centre-half Wilkinson 
the Wanderers made up for 
earlier misses by cracking seven in 
the second half. 

Viv Busby snapped three, Keith 
Samuels two and Charlie Gale 
completed the Wanderers scorers. 





while Grey chipped in with 
another own goal. 
NO FLUKE 


There was no fluke about this 
Wycombe victory. It was complete 
as the score-line suggests. They 
played fast, direct football and 
had the forwards accepted all the 
first half chances which were 
i created they could have doubled 
the score. At no stage were 
Maidenhead in the game. 


Busby, Samuels and Merrick 


was in 


Cup match. l 
the Maidenhead 
goalmouth, enjoying the freedom 
given to them by slack marking, 
and Len Worley created havoc on 
the right setting up four of the 
goals, 
Maidenhead's nearest efforts 
to scoring came when a Viv 
Evans cross was pushed on to 
the bar and the same player had 
a header blocked on the line by | 


his own centre-forward John ` 
Cross. 
Wycombe missed many op- 


portunities when the teams drew 
3-3 at Loakes Park last week but 
they certainly made up for them 
with a vengeance in this game. 
Wycombe Wanderers: J. 
Maskell: M. Calvert, T. Rundle ; 
B. Baker. P. Martin, C. Gale: L.! 
Worley. V. Busby, L. Merrick, K. 
Samuels, S. Holmes. Sub: V. 


were always around when the ball’ Faulkner. 


